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i7¢0t : 
Date built: ee 18th C. Conditio: 
Burned, rebuilt; deteriorated. Des 
cription: U-shaped plan (rare in Virginia); _ 
brick, Flemish bond; story and a half; gable 
roofs of two different pitches, wings narrow- 
| er than main block; tall chimneys. Main 
block: central door, two windows either side; 
side elevations have door at rear of main 
block with two-—~ windows toward front; two 
windows in _ wing's; two windows a grt 
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and one either side of gable chimneys in end 
elevations of wing; dates carved in bricks un- 
dependable; most of existing window openings 
have been enlarged. 
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